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MACHIBNRY UTliJZATIOy IN TIICER TBDSTS PgSOYng 


Ye, I, LoprOchoV; Vice Minister 
Timber arjd Paper Industry tBSR 

In I94B electric oava felled 1.8 times mere timber than In 19^7 and 5*5 
times more than in the first year of the postwa>' Five-Year Plan. Usi^the 
electric sav, felling brigades have attained a steady output of 60 - 100 
cubic meters a day and Individual workers, an output of‘ 10 - 20 cubic meters 
per day. 

At the Ozei-y Timber hfanagtfiient of the Sverdles Trust, four hrlgadee 
eloctrlc oaviseri, • ’’le-ng ot\© mobile electric power plant, on 17 torch I949 felled 
oifjf cubic meters of timber, or 63O percent of the daily quota for electric 
wwer plants. One brigade using one electric saw felled 280 cubic meters in 
^e day, or 3I cubic meters per worker, which was 72 k percent of the dally quota. 

Using trailer tractors and three-drum winches for skidding, the Vosteibles 
Trust (Zaklyev, director), and the Burmongolles Trust (Afanasenko, d^ec tor) 
fulfilled their qtiarterly plan for mechanized timber skidding by 10 March 1944, 

Hew electric winches, usod for skidding at the Alekrandrov^kly “o^l 
Srperlmental Timber Management, have attained a steady average productivity 
of 50 - 60 cubic meters jer shift and as much as 120 cubic meters for a two- 

shift day. 

The qrjarterly plan for mechanized timber skidding has also been fulfilled 
by the f'illowing timber manageirirnts ; Yoygorodskiy 

chlftf enp^uearr and Sazhlm, -both of the Kbmllee Trnet; Shujrako-Vldmakly of luzh- 
tercllM l-rust; Yurlu*J-.ly of KbmlpermieB fruet; V. Xnp'lnekiy of fctlaales 
Trust: Volzhsk of Ibriles Trust, and other enterfrlses which exceeded the plan 
by the use of the EP-ia trailer tractor, skidding 60 - 70 .cubic neters of 
•.iinber per ohift. 
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Ori the other hand, on© qu^ter ot availabi© mohlJLe eioctrlc power 
plaiits; of the Tniet (Andreyev, dir - cor) were Idle In February. Ao a 

reeult, chi: 10 Mar^^ truet had net 31.6 percent of Its 0 war ter ly plan 

fc)r mechanized tliahe^ skidding. This trust sIbo taede peer lire of lbs 
trailer tractors, For examr ' -^ at the Brih-Kavolotskly Tiriher Center Of 
the lYemetek KT-12 tractors were not provided with fuel wood 

of norrrnl lablsture content and were kept partially'' idle as a reBuit... Crourd was 
not onfficlent:^ cleared for skidd Ihg^ Tractors were not supplied with the 
/noceBeary e^T^ipniexit fcr skidding. 

KT-12 tra^ lipt properly used at enterprises of the Tonies trusts 

(Gdryshln, dlrecipr) and Lesprorntrest vAMeyev, director). As a result/ the 
work of the in skidding wao very unsatisfactory during the fail 

and winter seasons of 1948. 

The folibwlpg timber m already auccesefully or^.rilzed 

continuous opera ti on methods for logging' Sfeksatlkha of the Ke.llhinles Trust; 
Mikhailova and tJdlna of ^ PetroYskiy of TuzhlsarelleB; Kbygorodskiy 

of KomUefl;: Nechtmeyev^^ of Kovsibles, and others. 
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